
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



( S8 ) 

Umbra ad initium Copernici. 

Per medium Copernici. 

Totus Copernicus tegitur.- 

Umbra ad initium Tychonis. 

Ad initium Manilij. 

Ad initium Platonis. 

Umbra per mediumPlatom$j& Manilij. 

Totus Plato tegitur. 

Umbra ad initium Prodi; 

Umbra ad Hermetem. 

Totus Proclus tegitur. 

Ad initium Maris Crifium. 

Per medium Maris Crifium. 

Totum Mare Crifium obumbratur. 

Totalis Lunx immerfio in Umbra. 



VII. Jn Eclipfe of the Moon obferVed in Fleet- 
ftreet, London, Nov. 20,1732, at Night, 
by Mr. Geo. Graham, K (3J. 5. 
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Obferved with a fmall Teiefcope about 18 Inches 
long, which magnifies about 1-3 times. 

N, B. Mr. Hodgfon at Chri/Ps-Hof-pital, with a 
4 Foot Teiefcope, obferved the Beginning at 
&H. i' », and the End 11 H. 36' ». 
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